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COMPONENTS MARKED WITH THIS SYMBOL 
HAVE CRITICAL SPECIFICATIONS 
IMPORTANT FDR PROTECTION FROM FIRE 
AND ELECTRICAL SHOCK HAZARDS, WHEN 
SERVICING. IT IS ESSENTIAL THAT ONLY 
MANUFACTURER'S SPECIFIED PARTS BE 
USED FDR REPLACEMENT, 

PRIOR TO THE RETURN OF THIS APPLI- 
CANCE TO THE CUSTOMER AND UPON 
COMPLETION OF SERVICING, SERVICE 
PERSONNEL ARE REQUIRED TO TEST THIS 
UNIT FOR ADEQUATE INSULATION RESIS- 
TANCE BETWEEN THE PDWER SUPPLY AND 
EXPOSED PARTS. 
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